Class 40—Piezo-electric Crystals and Holders—Thermometers—Thermostats 


cLrass 40 


PIEZO-ELECTRIC CRYSTALS 
AND CRYSTAL HOLDERS 
THEROMETERS THERMOSTATS 


INCLUDES: CRYSTAL HOLDERS, CRYSTAL-IN- 
HOLDER, CRYSTAL TEMPERATURE AP= 
PARATUS, SHERMOMETERS, THERMO- 
STATS, BATHYTHERMOGRAPHS 


CONFIDENTIAL NAVSHIPS 900,109 


; Class 40—Piezo-electric Crystals and Holders—Thermometers— Thermostats 3.40-1 


pA ek FIRST ASSIGNED FOR | OAPI 


40000 GEN@RAL USE RA 40F 230 
CRYSTAL HOLDER : 
CONTACT TYPE WITH MOLDED PHENOLIC {NSUL- 
ATION FOR CRYSTAL CIRCUITS OF 50 WATTS 
AND OVER. 


629488) 
2/1/33 
NOV. 41 


40000-aA GENERAL USE» RW 40F 1049 
CRYSTAL HOLDER 
AUR GAP TYPE WITH CERAMIC INSULATION 
FOR CRYSTAL CIRCUITS OF 50 WATT AND 
OVER. 


3/28/35 
wOV. 41 


co- 40000-8 


CANCELLED -- USE CG-40024. 


NOV. 41 


40001 “GENERAL: USE RA 40F 238 
CRYSTAL HOLDER pee 
CONTACT TYPE WITH MOLDED PHENOLIC 
INSULATION FOR INDICATOR CIRCUITS. 


(30688) 
2/24/32 
NOV. 41 


40001-A GENERAL USE 
CRYSTAL HOLOER 
AUR GAP TYPE WITH CERAMIC INSULATION FOR 
INDICATOR CIRCUITS. USED IN LJ 


4 £32 
NOV. 41 


cc- 40001-8 © 
CRYSTAL HOLDER 
ALR GAP TYPE WITH CERAMIC INSULATOON. 
USED IN Lu-t. 


Tst2s35 
NOV. 41 


40001-c (GENERAL USS) RW 40F 105 
CRYSTAL HOLDER 
AUR GAP TYPE WITH CERAMIC INSULATION & 
MONEL METAL ELECTRODES. 


4/22/35 
NOV. 41 


40002 GEWERAL USE RA 40 F 215 
CRYSTAL HOLDER 
ALR GAP TYPE WITH MOLDED PHENOLIC 
UNSULATEON. 


(29818) 
2/24/32 
NOV. 41 


SAAS TUNE 


AG AVY DRA 
oath ath FIRST ASSIGNED FoR ONARERRAING | 


CUNT: [rims assiowen ror | WAL SRAYING, 
cn- 40003 oH RW 40F 106 


CRYSTAL HOLDER © 
CONTACT TYPE WITH PHENOLIC INSULATION 
FOR POWER CIRCUITS. 


(2980) 
2/16/33 ; CH-G-155 
NOV. 41 
‘40004 TBF RE 130 486 
THERMOSTAT 


60° CENTIGRADE - PLATINUM CONTACTS SET 
WtTHIN 0.05%. STRAIGHT TYPE. 70 VOLT 
20 MACRMS) 60 CYCLES AC, 12 VOLT HA OC.~ 


3/21/33 
NOV. 41 


cay 40005 TeF 

THERMOMETER: 

ANGLE - 60° C, CALIBRATED 55° TO 65° Cc. 
SPIRIT FILLED. SUPERSEDED BY - 40005-A. 


3/21/33 CAYsS#731313 CAY:7603258 
AUS. 42 PT. 14 


chy 40005 GENERAL USE 

THERMOMETER? 

ANGLE - 60° C. NORMAL: CALIBRATION 55° 
TO 65° C; GRADUATED EACH 1/2° C. CALI- 
BRATION sTEM 1/4" DIA, x 3-5/8" LONG, 
BULB STEM 1/4" DIA. X 6-7/8" LONG. SAME 
AS 40005 EXCEPT MERCURY FILLED. 


7/18/42 
AUG. 42 


raA- 40006 © 
CRYSTAL OSCILLATOR 
STANDARD. RANGE: 2,000-4, 525 KILO- 


SORA 40A 242 


CYCLES. TUSES USED: ONE 381T1A AND ONE 


36160. 


8/30/33 to : 


NOV. 41 


cet40007 LE 
THERMOMETER 
ANGLE TYPE ARMORED, 18° TO 50° C. 


942733 K-802652 P-1 


NOV. 41 


40008 GENERAL USE RE 13A 486 
THERMOSTAT 
50° CENTIGRADE - PLATINUM CONTACTS SET 
WITHIN 005°. STRAIGHT TYPE. 


9726/33 
NOV. 41 


40009 GENERAL USE RE 13A 486 
THERMOSTAT 
50° CENTIGRADE - PLATENUM CONTACTS SET 
WITHIN 0,05°. ANGLE TYPE. 


9/26/33 
NOY. 41 


STATO GRANHRASRUE 


CONFIDENTIAL 


40010 GENERAL USE RE 3A 486 
THERMOSTAT 
60° CENTIGRADE ~ PLATINUM CONTACTS SET 
WITHIN 0.05%. ANCLE TYPE. 


9/26/33 
NOV. 41 


40011 GENERAL USE RE 13A 486 
THERMOMETER 
50° CENTIGRADE - CALIBRATED 48° TO 52° 
C. ANGLE TYPE - STEM - 4-3/4" X 1/4", 


9/26/33 
NOV. 41 a 


40012 GENERAL USE RE 13A 486 
THERMOMETER 
60° CENTIGRADE - CALIGRATED 58° TO 62° 


C.. ANGLE TYPE - STEM: 4-3/4" X 1/4", 


9/26/33 
NOV. 43 


40013 GENERAL USE RE 13A 486 
THERMOMETER 
50° CENTIGRADE - CALIARATED 48° TO 52° 
C. ANGLE TYPE. STEM - 7" X 4/4", 


2/16/34 


NOV. 41 


40014 GENERAL USE RE 13A 486 
THERMOMETER 
60% CENTIGRADE - CALIZRATED 58° TO 62° 
C.. ANGLE TYPE. STEM ~ 7" x 174", 


2/16/34 
NOV. 41 


40015 GENERAL USE RE 13A 486 
THERMOMETER: 
CANCELLED - FOR REPLACEMENT USE 40013. 


2/36/34 
AUG. 42 


40016 GENERAL USE’ RE LSA 486 
THERMOMETERS , 
CANCELLED - FOR REPLACEMENT USE 40014. 


2/16/34 
AUG. 42 


40017 GENERAL USE RE 33A 486 
THERMOMETER 
$0° CENTIGRADE - CALISRATED 48° TO §2° 
C. ANGLE TYPE - HORIZONTAL KOUNTING - 
STEM: 4-3/4" X 1/4", 


1/23/35 
NOV. 41 


MACHA | gRANTAPTUMER, 


NAVSHIPS 900,109 


3.40-2 
BME [rast assiouo von | ARRAN, 


[sare | Maas | aNAKGFTANETA 
NAVSHIPS 900,109 


40018 GENERAL USE RE 135A 486 
THERMOMETER 
60° CENTIGRADE - CALIBRATED 58° FO 62° 
C. ANGLE TYPE - HORIZONTAL MOUNTING - 
STEMs 4-3/4" X 1/4". 


1/23/35 


NOV. 42 

40019 wLo-3 . RE 404-120. 
THERMOSTAT - 45° C,. STYLE 1 
SIRAIGHT. 


6/17/36 139-503-45°C, 


NOV. 4° 

40020 Lo-3 : RE 40A 120 
THERMOSTAT - 50° STYLE 2 
STRAIGHT. 


6/17/36 139-503-50°C 


wOoYv. 41 


40021 Lo-3 RE 40A 138 
THERMOMETER ~ 50° © CENTER 
47° TO 53° RANGE, 


6/17/36 139-486 
DEC. 44 


40022 LO-3 RE 40A 138 
THERHOMETER = 40° C CENTER 
30° TO S0° RANGE. 


6417/36 139-485" 
OEC. 44 


cre 40023 LH 
CRYSTAL IN HOLDER” 

1 MEGACYCLE A-CUT, EVACUATED HOLDER. 
OCTAL TUBE BASE MOUNTING. 


9/24/36 238 . A-LIGG7=A 
NOV. 41. ped 


cre 40023A “Lt 
CRYSTAL AND HOLDER: 

MECHANICALLY AND ELECTRICALLY INTER- 
CHANGEABLE WITH 40023 EXCEPT IN THE 
METHOD BY WHICH CRYSTAL ELECTRODES ARE 
MOUNTED IN TUBE SHELL, AND THE TYPE OF 
TUBE SHELL, WHICH IS A STANDARD TYPE 65 
SHELL FENSTEAD OF THE TYPE 6C5 SHELL. 
11/22/40 AC-57457 REV 1 
NOV. 41 i  aC-52458 REV I 


crr 400238 
CRYSTAL AND HOLDERS i 

MECHANICALLY AND ELeCIRiCALUY INTER- 
CHANGEABLE WITH 40023 EXCEPT IW CHE 
METHOD BY WHICH THE CRYSTAL ELECTRODES 
ARE MOUNTED tN THE TU3E SHELL, AND THE 
TYPE OF TUBE SHELL WHICH 1S A STANDARD 
TYPE 635 SHELL INSTEAD OF THE TYPE 6CS 
6/10/42 CRRZ Cus CRR:15-A0004-2 
SEAT 45 CK3:315A0004-2 REV 2 


SHELL. SAME AS 40023A cre 400258 
EXCEPT CRYSTALS ARE SILVER 

PLATED AND MINOR MECHANICAL DESIGN 
CHANGES, 


cc- 40024 180°. @ T80-1 
CRYSTAL HOLDER 
CLAMP TYPE. 


10/26/36 K-7870215 -1 
wOV. 41 


40024-A TEx-5, 6 
CRYSTAL HOLOER 
CLAMP TYPE “V" CUT. SAME AS -40024 
EXCEPT HAS SINGLE MOLDED SHELL INSTEAD 
OF SEPARATE CASE AND COVER. 


CGzK-7894905 
Rev 0 : 
8/13/43. CG352C401G49 CL:0D. 1663 
NOV. 43 CLSPL-211 EDITION 4 
che 40025 TBL-2 RE 13A 4866 
THERMOMETER - ANGLE STYLE 2 


30 TO 70° C. MARKED EACH DEGREE. 


VU/12/36 
NOV. 41 


crR 40026 GQ: 
CRYSTAL tN HOLDER © 
3105 KC + 0.005% AT 1,0° C; TEMPERATURE 
COEF; 2 PARTS PER MSLLION PER DEGREE C 
OVER A 50° RANGE BETWEEN -32 AND #50°C. 


4/12/38 HX-4A 968102088 
NOV. 41. HOLDER PART 1 


crk 40027 Ga 

CRYSTAL #N HOLDER 

4220 KC + 0.005% AT 10°C; TEMPERATURE 
COEF: 2 PARTS PER MILLION PER DEGREE 

C OVER A $0° RANGE BETWEEN -32 AND +50°C 


4/12/38 HKX-4A Q8102086 
NOV. 41 HOLDER PART 2 


creek 40028 GQ 

CRYSTAL IN HOLOER 

6210 KC + 0.0058 AT 10° C; TEMPERATURE 
COEF: 2 PARTS PER MILLION PER DEGREE C 
OVER A $0° RANGE BETWEEN —32 AND #50° C. 


4/12/38 MX-6A Q8102086 
NOV. 41 HOLDER Part 3 


cre 40029 co 

CRYSTAL tN MOLDER 

€630 KC + 0.005% AT 10° Cs TEMPERATURE 
COEF: 2 PARIS PER MILLION PER DEGREE C 
OVER A 50° RANGE BETWEEN -32 AND +50° C. 


4/12/38 WX-6A HOLDER 98102088 
NOV. 41 . PART 4 


Class 40—Piezo-electric Gystals and Holders—Thermometers—Thermostats 


| _ sells rar ass ron | PtcRAX 


oPhth ation [rise ASSIGNED FOR [_ ARSE, 


40030 to-4 REI3A486 


THERMOMETER STYLE 2 
45° + 5% (40° TO 50°) GRADUATED IN 22° C 
INTERVALS. (CPI) 


4/29/38 ; CRRSA 5674-1 
NOV. 41 


cc- 40031 Gord 

CRYSTAL & CRYSTAL HOLDER 

(100 KC) HERMETICALLY SEALED AND FILLED 
WITH INERT GAS.TEMP. COEF 0.00038 OR 
BETTER PER DEGREE BETWEEN -35° C TO 50° 
c. 

@ EXCEPT 2" CHANGED TO 2-3/8 AND 2-3/4 
CHANGED TO 3-1/8. 

11/23/38 K-5966606 REV 0 
Nov. 41 @ SEE ABOVE 


cG- 40031-a Go-6. 
CRYSTAL & CRYSTAL 

HOLDER: SAHE AS BASIC NUMBER EXCEPT 
OVERALL DIAMETER 1S DECRFASED FROM 
15/8" TO t 9/32" ANDO HECHANS CAL MOUNT- 
ING IS SIMPLIFIED. 


RAPPROXINATE DATE 
275/45% CGSK-2882405PI CGZK-7887103 
AUG. 45 Rev i 


cc- 40032 CoO-4 

CRYSTAL & CRYSTAL HOLDER 

€1000 KC). HERMETICALLY SEALED AND 
FELLED WEiTH BNERT GAS. TEMPERATURE COEF 
0.0003% OR BETTER PER DEGREE BETWEEN 
-38° € TO +50° Cc. 

@ EXCEPT 2" CHANGED TO 2-3/8" & 2-3/4" 
TO 3-1/8". 

14/23/38 K-S966606 REV O 
NOV. 45 ° @ SEE ABOVE. 


40033 GENERAL USE RE 40A 138 
THERMOMETER - ANGLE TYPE 
40° C CENTER GRADUATED 1N INTERVALS OF 
0.5° € FROM 30° C TO §0° Cy 


3/10/39 
OEC. 44 


cay 40034 TBK-9 

BIMETALLIC THERMOSTAT 

DISK TYPE: OPENS AT 69 TO 73° C CLOSES 
AT 65 TO 60° C.SPST CONTACTS RATED 3 
AMPS AT 330 VOLTS OC OR 2.5 AMP AT 220 
VOLTS 60 CYCLES, UNITY POWER FACTOR. 


9/23/39 $#1022783 M-7406282-1 
Nov. 41 no suB 10 


crR 40035 36 
CRYSTAL & HOLDER 

CRYSTAL FREQUENCY 4495 KC t 0.005% AT 

+ 10° C. TEMPERATURE COEF EQuaLs 2 
PARTS PER MILLION PER DEGREE C OVER ANY 
$0° RANGE BETWEEN ~32 AND +50° C. 


12/7/39 HX-4k nen garaes 


NOV. 410 6-9-39 
40036 AR 
THERMOMETER 


50° C CENTER CALIBRATED 40° TO 60° C; 
RIGHT ANGLE TYPE.NERCURY STEM 2-5/8" Xx 
1/4" OVERALL SCALE STEM 3-1/8" X 8/4" 


“OVERALL. GRADUATED IN 0.6° INTERVALS. 


t2/14/39 : CAG3139-20 MOD 
NOV. 41 : 


BOTH 


care | “REACT? | GBNRAPTNA—_| 


CONFIDENTIAL 


cHe 40037 TeT 
THERMOSTAT 

70° C PLATINUM CONTACTS SET WITHIN 
0.05° C 6-1/2" X 1/4". STRAIGHT TYPES 
SAME AS -40004 EXCEPT CONTROL 


RE 135A 486 


TEMPERATURE. 

12/21/39 

NOV. 41 

cHe 40038 ~=TetT « RE 13A 486 
THERMOMETER STYLE $ 


70° C = CALIBRATED 68° TO 72° C ANGLE 
TYPE = HORIZONTAL MOUNTING - MERCURY 
STEM 7" X% 1/4" OVERALL; SCALE STEM 
4-1/2" X 1/4" OVERALL. SAME AS -40086 
EXCEPT FOR TEMPERATURE RANGE. 


12/24/39 
NOV. 41 


cc- 40039 Teco. 

CRYSTAL HOLDER 

ESPECIALLY DESIGNED FOR TRIPLEX OPERA- 
TEONCTHIRD HARMONCC OF THICKNESS 
FREQUENCY) OF THE CRYSTAL. PLUGS INTO A 
MEDIUM 5 PRONG TUBE SOCKET. 


12/29/39 32C401GV21 
NOV. 41 


K-6910793-1 
REVO 


ceeE40040 8 =tR 
BIMETALLIC THERMOSTAT 
50° C + 2°; IN EVACUATED GLASS. TUBE 
2-3/4" LONG BY 9/16" DEAMETER HAVING TWO 
6-1/2" LONG LEADS #NSULATED WITH 
SPAGHETTI. 


2/7/40 OI-2A CAGSLR-5 
ROV. 41 
co- 40041 9 Tec-3 


CRYSTAL HOLDER + PRESSURE 

TYPE. SIMELAR 8N CONSTRUCTION TO 
CG-40024, SDENTICAL 1N EXTERNAL 
OIMENSIONS TO CG-40000. 


4/15/40 
NOY. 41 


32C401 637 K-7877060-1 


REV 2 , 


cay 40042 ¥e-1 

THERMOSTAT 

DISH TYPE. OPENS 40 TO 45° C, CLOSES AT 
22 TO 26° C SPST; CONTACTS RATED 3 AMPS 
AT 110 VOLTS, 60 CYCLES AT UNITY POWER 
FACTOR. 


M-7406282-15 
Sus 11 


5/20/41 


S#1103602 
NOV. 41 . 


co- 0043 Tex 

CRYSTAL tt HOLDER, 

1522.3 KC t .005f AT 25°C; AIR GAP TYPE. 
HERMETICALLY SEALED 6 FILLED wlth ORY 
GAS. TEMP. COEF. +.0003% PER DEGRcE Ce 


K-7880404 
REv O 


8/12/41 
RUG. 43 


K-7661760 


cc- 40044 TCX 

CRYSTAL IN HOLDER, 

1572.5 KC + 2.005% AT 25°C; AIR GAP TYPE, 

HERMETICALLY SEALED & FILLED whit! DRY 

GAS. TEMP. COEF. +,0003% PER DEGRet C. 
. é 


Bs12/44 K-7661700 K-7880404 REV 0 


AUG. 43 


AUG 43 


cG- 40045 Tex 
CRYSTAL 1W HOLDERS 

1592.5 KC + 0.008% AT 25°C AIR GAP TYPE; 
HERMETICALLY SEALEO AND FILLED WITH DRY 
GAS. TEMP. COEF + 0+0003% PER DEGREE C. 


8/12/41 CG2K~2880404 


REV O 


K-27661200 


cc- 40046 Tex 

CRYSTAL IN HOLOER, 1605 

KC + 0.005% AT 25°C AIR GAP TYPE; HERM- 
ETICALLY SEALED AND FILLED WITH DRY GAS. 
TEMP. COEF. + .0003% PER DEGREE C. 


8/12/41 K=2661200 


AUG 43 


K+7880404 REV 0 


ce- 40047 rex 

CRYSTAL IN HOLDER 

*1911.25KC + 005% AT 25°C AIR GAP TYPE; 
HERMETICALLY SEALED AHD FILLEO WITH DRY 
GAS.TEHP. COEF + .0003% PER DEGREE C. 


8/12/41 K-7661700 K-7880404 REY 0 


AUG 43 + 


c6- 40048 Tex. 
CRYSTAL IN HOLDER, 
°2192.5 KC + .005% AT 25°C AIR GAP TYPES 


“HERMcTICALLY SEALED & FILLED WITH DRY 


GAS; TEMP COEF + .0003% PER DEGREE C. 


8/12/41 
AUG, 43 


K-27661700 K-7880404 REV O 


cc- 40049 Tox 

CRYSTAL {N HOLDER, 2667.5 

KC + .005% AT 25°C; CLAMP TYPE; HERME- 
TICALLY SEALED AND FILLED WITH DRY GAS; 
TEMP. COEF + -0003% PER DEGREE C. 


8/12/41 K-7661700 K-6914124 REV | 
AUG. 43, 
cs- 40050 ‘Tex 


CRYSTAL. #N HOLDER, 

2716 KC £ .005% AT 28°C; CLAMP TYPE, 
HERNETICALLY SEALED AND FILLED WITH DRY 
GAS; TEMP. COEF + .0003% PER DEGREE C. 


8/12/41 


K-2661200 
AUG. 43 


K-6914124 REV 1 


cc- 40051 REO. 

CRYSTAL IN HOLDER, 

“3631KC + .005% AT 25°C; CLAMP TYPE; 
HERMETICALLY SEALED & FILLED WITH ORY 
GAS. TEMP. COEF + .0005% PER DEGREE C~ 


B/i2/43 
AUG. 43 


K-2661700 K-6914124 REV I 


ce- 40052 RBD: 
CRYSTAL IN HOLDERS 

+3960 KC + .005% AT 25°C CLAMP TYPE: 
HERMETICALLY SEALED AND FILLED WITH 
DRY GLASS; TEMP. COEF. + .0003% PER 
DEGREE Cy 


/t2/4} K-2661700 
AUG 43 


K-6914124 REY 1 


ASSIGNED 


[arma [ae] 
CONFIDENTIAL 


cc- 40053 Reo. 
CRYSTAL IN HOLDERS 
*5300 KC + .005% AT 25°C CLAMP TYPE; 
HERMETICALLY SEALED AND FILLED WITH ORY 
GAS; TEMP. COEF + .0005% PER DEGREE ¢. 


8/12/41 
AUG, 43 


K-7661200 K-6914124 REV Ff 


cc- 40054 reo 
CRYSTAL IM HOLDER: 

*6250 KC + .005% AT 25°C CLAMP TYPES 
HERMETICALLY SEALED AND FILLED WITH ORY 
GAS; TEMP. COEF. +.0003% PER DEGREE C. 


8/12/41 
AUG. 43 


K-2661700 K-6914524 REV 1 


cc- 40055 Re 
CRYSTAL IN HOLDE! 
-720SKC + .005% AT 25°C CLAMP TYPES 
HERMETICALLY SEALED AND FILLED WITH ORY 
GAS; TEMP COEF 4.0003% PER DEGREE C. 


8/12/41. K-7661200 R-6914124 REV # 


AUG 43 


cc- 40056 Reo 

CRYSTAL EN HOLDER? 

+7305 KC + 2.008% AT 25°C, CLAMP TYPES 
HERMETICALLY SEALED AND FILLED WITH ORY 
GAS; TEMP, COEF. +.0003% PER OEGREE C. 


8/12/41 - K-2661700 K-6914124 REY 9 
AUG. 43 
cc- 40057 Reo. 


CRYSTAL IN HOLDERS” 

7335 KC + .005% AT 25°C. CLAMP TYPE: 
HERMETICALLY SEALED AND FILLED WIT# DRY 
GAS; TEMP. COEF + .0003% PER DEGREE Ge. 


e/12/41 
AUG, 43 


K-7661700 K-6914124 REV 1 


cc- 40058 | R80 
CRYSTAL IN HOLDER: 
76730 KC + .005% AT 25°C, CLAMP TYPE: 

“HERMETICALLY SEALED AND FILLED WITH ORY 


_ GAS; TEMP. COEF. + .0003% PER DEGREE C. 


8/12/41 K-2661700 K-6914124 RE¥ ft 


AUG. 43 


crv 40059 #SEE BELOW 
CRYSTAL HOLDER: “ 
PRESSURE AIR GAP 3 PIN TYPE; PHENOLIC 


#SUB 14-XA-8848C, ISSUE A 
HASA, SA-AND SA. 
10/23/41 CRVZVC=5-KS 
DEC. 44 


CRVSK-871426-2 
*SLE AZOVE 


cet 40060 YE+t RE TSA 486 
THERMOMETER, ANGLE TYPE 

70° C CALIBRATED 68° TO 72° ANGLE TYPE 
FOR HORIZONTAL MOUNTING WITH BULB ON 


RIGHT END. 


WI/19/41 
APR. 42 


CRV3K-818975-7 
sub 0 


RETEST? 
NAVSHIPS 900,109 


3.40-4 


Class 40—Piezo-electric Crystals and Holders—Thermometers—Thermostats 


ATR AGRE ATA, AGRI, VENT [nese assienen von | WAVEAROUN, 


cso 40061 YE-4 

THERMOSTAT 

DISK TYPE OPENS 85° C TO 88° C. CLOSES 
AT 74° TO 79° C. SPST CONTACTS RATED 
3 AMP AT 110 V, 60 CYCLES, UNITY POWER 
FACTOR. 


11/19/41 C-2851-1 CRVSK-656266°1 
HAR. 42 : Sub t 


crv 40062 


CRYSTAL HOLDERS 
PRESSURE AIR GAP TYPE, 2 PIN CERAMIC. 


»CRVEM-402986 REV 25 . : , 
ViC27/4) AVA-LOH . | XA 8863 
MAR. 43 AVA-10R GAVA-10T GSEE ABOVE 


cc- 40062-A 18 
CRYSTAL HOLDER: ~< 
ELECTRICALLY AND MECHANICALLY INTER- 
CHANGEABLE WITH -40062 BUT HAS NO AD- 
JUSTMENT SCREW AND USES A SMALLER CRY~- 
STAL. : : 


5/1/43 KK32C401G4? K-7893780 REV O 


AuG. 43 


cRV40062-8 Na 
CRYSTAL HOLDER 
SAME AS *40062-A EXCEPT USES EVEN SMALL- 
ER CRYSTAL HOUNTED JN A PHENOLIC CASE 
€-+40525) WHICH IS SEALES INFO A PHENOLIC 
ADAPTER. 


10/5/43 
wOv. 43 


cRV40062-C -NXSs 

CRYSTAL HOLDER 

SAME AS -40062-8 EXCEPT CRYSTAL éS 
PLATEO AND MOUNTED BETWEEN METAL 
ELECTRODES. 


10/5/43 
HOV. 43 


CHF 40062-p0 18 
CRYSTAL: HOLDER © . 
2 PIN, PRESSURE AIR-GAP TYPE WITH MOLDED 
PHENOLIC CASE. CONTAINS 374" SQUARE 
CRYSTAL WITH BUTTON ELECTRODES, 


*#(NXor-43419) 
1272174635 HN-i0 
WARe 44 (aAGLOER)” © 


CG 40063 «= TCK. TCR 1 
CRYSTAL ANO HOLDER? 200 KC : 

t .0058 AT 25°C, TEMP COEF 0003% PER 
DECREE C FROM O° TO +50° €. TWISTED X 
TYPE OF CUT. CRYSTAL HOLDER CONSISTS OF 
A G38-A HERMETICALLY SEALED UNIT.EIGHT 
PRONG WITH CRYSTAL CONTACTS BROUGHT OUT 
ON PIN 73 AND PIN #7, SHELL CONNECTED 
12/02/41 BL-7466472 G2. @ SEE PLATE 2 
AUG. 43 


6640063 
TO PIN #1. CRYSTAL OSCILLATES ALONG ITS 


LENGTH. SAME AS TYPE 40132 EXCEPT FOR 
FREQUENCY, : 


OCGsM~7466472 REV 53 CGsK-7882542 REV 2 


L__oave | __ *ANHEARTHBER? 
NAVSHIPS 900,109 


cee 40064 8J 

BIMETALLIC THERMOSTATS 

40° © + 2° C NORMALLY CLOSED. CONTACTS 
ENCLOSED IN AN EVACUATED GLASS TUBE 
RATED 600 WATSS RESISTIVE LOAD, AT 155 ¥ 
AC DOC, FERRULE TYPE. 


1/7/42 45-08-28 ES~682050-1 
AUG. 43 ISSUE 5 


cee 40065 SJ 

BIMETALLIC THERMOSTATS 

65° C + 2° C, NORMALLY OPEN, CONTACTS 
ENCLOSED IN AN EVACUATED GLASS TUGE, 

RATED 50 WATTS SERIES MOTOR LOAD 115 

v AC OC, FERRULE TYPE. 


1/21/42 48-08-28 ES-682050-2 
AUS. 43 ISSUE § 


cEe 40066 FH, SH. SJ 

BiMETALLIC THERMOSTATS 

NORMALLY CLOSED, OPENS AT 132° F + 0°, 
-8°, CONTACTS RATED 8 AMPS AT £20 ¥ AC 
DC. FOR METAL BLOCK MOUNTING. 


2/33/42 CEELD8-2A 
BAR. 42 


cee 40067 FH, SH. SJ 

BIMETALLIC THERMOSTAT 

NORMALLY CLOSED, OPENS AT 135° F + 3/2° 
F. CONTACTS RATED 8/2 AMP AT 120 V-AC/OC 
FOR METAL BLOCK HOUNTING. 


2/13/42 Sd-ta 
WAR. 42 


40068  —Tcs XA-88278 
CRYSTAL HOLDER: 
VARIABLE AIR GAP TYPE, EASILY OPENED FOR 
REPLACEMENT OF CRYSTAL. USES #" CRYSTAL. 


2/23/42 COLsiG COL:3908-1 
AUG. 43 © DATED 8-6-41 


cop 40068- A *FOR USE WITH 

CRYSTAL HOLDER: 

PRESSURE AUR GAPCFIXED) TYPE. EASILY 
OPENED FOR REPLACEMENT OF CRYSTAL, DIF- 
FERS INTERNALLY BUT HAS SAME EXTERNAL 
DIMENSIONS AS BASIC NUMBER (-40068), 3 
PiN CASE 2 3/16" HIGH, 1 3/8" WIDE, 
*Tcs 

6/7/43 caP:SP-3 
SEPT 43 


CoP:SH-1002 


> 

coP4006S9-a 
1 S/16" THECK WITH 1/2" LONG, 0-156" DLA 
PRONGS-OVERALL HEIGHT 2 11/16". USES 3” 
CRYSTAL. COMPLETE ASSEMBLY WITH CRYSTAL 
INTERCHANGEABLE ITH -40068 COMPLETE 
ASSEMBLY. 


cG- 40069 “Tex. 

CRYSTAL IM HOLDER: 

+2240 KCt .005% AT 25°C. AIR GAP TYPE. 
HERMETICALLY SEALED AND FILLED WITH DRY 
GAS. TEMPERATURE COEFFICIENT + 00035 
PER DEG. € 


4/9/42 K-2661700 
AUG. 43 


K-7880404 


CONFIDENTIAL 


cc- 40070 Cx. 
CRYSTAL FN HOLDER: 

°2670 KC + .005% AT 25°C, CLAMP TYPE, 
HERMETICALLY SEALED AND FILLED WITH DRY 
GAS. TEMPERATURE COEFFICIENT + .0003% 
PER DEGREE Cy 


4/9/42 K-7661700 K-6914524 


AUG. 43 


co-40071 Tex 
CRYSTAL IN HOLDER: 

-2994 KC + .005% AT 25°C, CLAMP TYPE, 
HERMETICALLY SEALED AND FILLED WITH ORY 
GAS. TEMPERATURE COEFFICIENT + .0003% 
PER DEGREE C. 


4/9/42 K-27661200 K-6914124 
AUG. 43 


cc- 40072 REO 
CRYSTAL IN HOLDER: . 

73155 KC + .005% AT 25°C, CLAMP TYPE; 
HERMETICALLY SEALED AND FILLED WITH 
DRY GAS. TEMPERATURE COEFFICIENT + 
~0003% PER DEGREE C. 


4/9/42 K-7661700 K-6954324 
AUG. 43 


cG- 40073 RBO 

CRYSTAL tN HOLDERS 

3585 KC + .005% AT 25°C, CLAMP TYPE; 
HERMETICALLY SEALED AND FILLED WITH DRY 
GAS. TEMPERATURE COEFFICIENT + .00035% 
PER DEGREE C. 


4/9/42 K-7661 700 
AuG. 435 


K-6914324 


cc- 40074 RBO 

CRYSTAL IW HOLDER: 

~3909 KC + .005% AT 259C, CLAMP TYPE; 
HERMETICALLY SEALED AND FILLED WITH ORY 
GAS. TEMPERATURE COEFFICIENT + .0003% 
PER DEGREE C. 


4/9/42 K-7661700 K-6914824 
AUG. 43 

crv 40075 

SUNE 42 


cso 40076 SA, SA-t 

SWITCH THERMAL: SPOT, 

CONTACTS RATED 15 AMPS AT 110 VOLTS AC. 
PANEL MOUNTING, DISC TYPE WITH HEATER. 
OPERATING TEMP LIMITS, -1° TO + 50°C, 
COMPENSATED. HEATER 115 VOLTS. 60 CYCLES 
AC CIN SERIES WITH WATT LOAD). 30 


" SECOND COOLING AND HEATING CYCLE. 


4/95/42 KLEXON ER-S CRVZH9422407-1 
AUNE 42 : SuB 0 


csa 40077 SA, SA-1 

SWITCH THERMAL: SPST, ‘ 
CONTACTS RATED 8 AMPS 126 VOLTS AC, 4 
AMPS 250 VOLTS AC, METAL CUP MOUNTING, 
DISC TYPE WITHOUT HEATER. OPERATING 
TEMP LIMITS. CLOSING TEHP 32°F, OPEN- 
ING TEMP 62°F, 


4/15/42 KLIXON, CRV2K-874411-1 
SUNE 42 C-2851-1 Sub 0 


EE RT RE Ee Ee I Te IT te NP ee gt mae Ge eal eT oer LAS Fuse Mest eeks rt 
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Class 40—Piezo-electric Crystals ond Holders—Thermometers—Thermostats 3.40-5 
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csa 40078 SA, SA-1 

SWITCH THERMAL: SPST, 

CONTACTS RATED 8 AMPS 125 VOLTS AC, 4 
AMPS 250 VOLTS AC. METAL CUP MOUNTING, 
DISC TYPE WITHOUT HEATER. OPERATING 
TEMP LIMITS, CLOSING TEHP 80°F, OPENING 
TEMP 100°F, 


4/15/42> KLIXON CRVSK-874411-2 
JUNE 42 C+2851°3 sub 0 


c1840079 uw souND 

BATHYERMOGRAPHE 

TEMPERATURE RANGE 30° TO 90° F. DEPTH 
RANGE 0 TO 200 FEET. WATER TEMPERATURE 
GRADIENT RECORDING DEVICE. 


5/3/42 
OCT. 42 


cte8 40080 *SEE BELOW 

BATHY THERMOGRAPHS: 

SURFACE VESSEL TYPE+ RANGE 30 TO 90°F. 
OEPTH 0 TO 500 FEET (1/6 FATHOM) WATER 
TEMP GRADIENT RECORDING DEVICE. 


UNDERWATER SOUND 
8/7/42 
JUNE 42 


cts 40080-A U. w. SOUND 
BATHYTHERMOGRAPH (OEEP) 

(SURFACE VESSEL TYPE): RANGE: 30° To 
90°F, DEPTH: 0 TO 450 FEET (1/6 FATHOM). 
WATER TEMPERATURE GRADIENT RECORDING DE- 
VICE. SAME AS -40080 EXCEPT MEASURING 
SYSTEM ISOLATED FROM HEAVY NOSE PIECE. 
SIMILAR TO -40120-A EXCEPT FOR DEPTH 
3/2444 

NAR. 44 


ct1840080-a 
RANGE. 


cou 40081 OAn 

BATHY THERMOGRAPH? 

(SURFACE VESSELS) TESPERATURE RANGE 30 
TO 90°F WITH A PRECISION OF RECORDING OF 
t+ .19F, AND THE CALIBRATION OF THE UNIT 
1S ACCURATE TO WITHIN #.1°F, THE DEPTH 
RANGE 1S 450 FEET WITH A PRECISION OF + 
3 FEET, AND THE CALIBRATION IS ACCURATE 


6/17/42 780F 780F ALT. 0 
MAR. 43 

cen40081 
To £3 FEET. 


con 40082 sc 

THERMOSWATCHs 

SPST TEMPERATURE RANGE 50° F-400° F. 10 
AMPS. 110 VOLTS. OR 5 AMPS. 220 VOLTS. &C 
ONLY. 


7/9/42 732 RE CRPSOLG28-503? 
aac. 42 Sue 0 


cPE 40083 ~sc.. XA+8875-B 
CRYSTAL HOLDER: 

TWO PRONG, HELO IN MONEL METAL RETAIN- 
}NG RING. HOLDER MATERIAL 1S 17 ST 
DURALUMINIUM AND ISOLANTITE. 


7706/42 3-HO CRPSOLGt 22-5000 
MAR, 43 © REV g 


40084 GENERAL USE RE 40A 132 
THERMOMETER STRAIGHTS 
20° C, NOMINAL CALIBRATED - 10° TO #50°C 
GRADUATED EACH 1° C. 1/4" DIAMETER X 6%. 
LONG. 


7/18/42 
AUG. 42 


40085. tag RE 40A 138 
THERMOMETER ANGLES 
45° C. NOMINAL; CALIBRATED 30° TO 60° C; 
GRADUATED EACH 1° C. CALIBRATION STEM 
1/4" DIA, X°2-5/4" LONG; BULB STEM 1/47. 
DIAM. X 2-174" LONS. 


2118/42 
AUG. 42 


40086 TAD-1 RE 40A 138 
THERMONETER ANGLE: 45° C 
NOMINAL; CALIBRATED 35 TO SS° Cs GRADU- 
ATED EACH 1/2° Cy CALSBRATION STEM 1/4" 
DIA. X 4-5/8" LONG; BULB STEM 1/4" Dia. 
X 3-1/2" LONG. 


7/18/42 
AUG. 42 


40087 TAN RE 40A 138 
THERMOMETER ANGLE: 45° C 
NOMINAL: CALIZRATED 55° TO 55° C; GRADU- 
ATED EACH 1/2° C. CALIBRATION STEM .276" 
10 2325" DIAMETER X 4-5/8" LONG; BULB 
STEN .276 TO .323" DIAM. X 5-3/8" LONG. 


7/18/42 : 
AUG. 42 


40088 Ls) RE 40A 138 
THERMOMETER ANGLE: 50° C 
NOMINAL; CALIBRATED 47° TO 53°, GRADU- 
ATED EACH 1° Cy CALIGRAT LON STEM 1/4" 
DIAN. X 3-1/8" LONG; BULB STEM 1/4” 
DIAM. X 4°5,/8" LONG, 


7/28/42 
AUG. 42 


40089 TAI-3 RE 460A 138 
THERMOMETER ANGLE: 50° C : 
NOKENAL; CALIBRATED 40° TO 60° Cs GRADU- 
ATED EACH 1/2° Cy CALIZRATION STEM 1/4" 
OLAM. X 2-3/4" LONG; BULB STEM 1/4" 
OIAM. X $-5/8" LONG, 


7/18/42 
AUG. 42 


40090 TAR RE 0A 138 
THERMOMETER ANGLE: 50° C 
NOMINAL; CALIBRATED 40° TO 60° C; GRAOU- 
ATED EACH 1/2° Cy CALIBRATION STEM 8/4" 
DLAM. X 5-1/2" LONGs BULB STEM 3/4" 
DIAM. X 5-1/4" LONG, 


7/38/42 
AUG. 42 


. CONFIDENTIAL 


~40091 TAUst RE “40A 138 
THERMOMETER ANGLE: 50° C 
NO“MENALS CALI3RATED 45° TO 55° C3; GRAODU- 
ATED EACH $/2° C. CALISRATION STEM 
2246" DIAMETER X 41/2" LONG; BULB STE® 
~246" DIA. X 4-1/2" LONG. 


7/18/42 
AUG, 42 


40092 TBK-1,-2,-3 RE 40A 138 
THERMOMETER ANGLE: 50° C 
NOMINAL; CALI3RATED 45° TO 55° C3 GRADU- 
ATEO EAnH 1/29 C. CALIZRATION STEM 1/4" 
OLA. X 3-5/8" LONG; BULB STEM 1/4" Olas 
X 6-7/8" LONc. ? 


7f1ef42 
AUG. 42 


40093 GENERAL USE RE 40A 138 
THERMOMETER ANGLE: 50° C 
NOMINAL; CALIBRATED 47.5° TO 52,5° C3 
CALIBRATED EACH 1° C. CALIBRATION STEM 
1/4" DLA, X 4-1/2" LONG; BULB STEM 1/4" 
OIA. X 7" LONG, 


7/18/42 
AUG. 42 


40094 = Tag-2 RE 40A 138 
THERMOMETER ANGLE: 50° C 
NOMINAL; CALIBRATED 49° TO 51° Cz CALI- 
BRATED cACH 1/10° C. CALIBRATION STEM 
+276" TO .523" DIA, X 4-5/8" LONG; BULB 
STEM .276" TO .325" DIA. x. 4-3/4" LONG. 


7/18/42 
AUG. 42 


40095 GENERAL USE RE 40A 138 
THERMOMETER ANGLE: 50° ¢ 
NOMINAL CALIBRATED 49° TO 51° Cy CALI- 
BRATED cACH $/10° C. CALIBRATION. STEM 
1/4" DIA. xX 3-3/8" LONG; BULB STEM 1/4" 
DIA. X 6-1/8" LONG. 


7/18/42 
AuG, 42 


40096 TAR-2 RE 40A 133 
THERMOMETER ANGLE: 50° ¢ 
NOMINAL; CAL{BRATED 49° TO 51° Cz CALI- 
BRATED FACH 1/10° C. CALIBRATION STEM 
1/4" DIA. X 3-15/16" LONG; BULB STEM 
1/4" O1A. X 5” LONG, 


7/18/42 
AUG. 42 


40097 Lo-t RE 40A°138 
THERMOMETER ANGLE? 50° C 
NOMINAL; CALIBRATED 49° TO-51° C; CALI- 
BRATED FACH 1/10° C, CALIBRATION STEM 
1/4" DtA, K 2-11/16" LONG; BULS STEM 


1/4" OFA. X 3-0/2" LONG. 


7/18/42 
auc. 42 


40098 * SEE BELOW RE 40A 138- 
THERMOMETER ANGLE: 
50°C NOMINAL, CALIBRATED 49°C TO SI°C, 
CALIBRATED EACH 1/710°C. CALIBRATION STEM 
1/4" DEA X 4-974" LONG, BULB STEM 174" 
DEA X 5~3/16" LONG. 


® TAU, TAZ, TAT~1, TAR-2 


7418142 
OCT. 42 


WTR? | SONORA 


NAVSHIPS 900,109 . 


3.40-6 


40099 * SEE BELOW RE 40A 138 
THERMOMETER ANGLE: 50° C 
NOMINAL; CALIBRATEO 49° TO 51° Cz CALE- 
BRATED =ACH 1/109 C. CALIBRATION STEM 
2276" TO 325" OIA. X 4-5/8" LONG; BULB 
STEM .276" TO .323" DIA. X 7-3/8" LONG. 


* 182, TRA,-1, TBC,-I 
7/18/42 
AUG. 42 


40100 TAF,TAG,TAO RE 40A 138 - 
THERMOMETER ANGLE: 55° C 
NOMINAL; CALIBRATED 45° TO 65° C; CARI- 
BRATED EACH 1/29 C. CALIBRATION STEM 
1/4" DIA. X 4-5/8" LONG; BULB STEM 1/4" 
xX 4°3/4" LONG. 


7/18/42 
AUG. 42 ec 


40101 TAJ=2 RE 40A 138 
THERMOMETER ANGLE: 55° C 

NOMINAL; CALIBRATED 45° TO 65° C; CALI- 
BRATED FACH 1/2° C, CALIBRATION STEM 
1/4" OFA. X 4-5/8" LONG; BULS STEM 1/4” 
OIA. X 4-3/4" LONG. SAME AS 40100 Ex- 
CEPT FOR LENGTH OF BULB. 


7/18/42 
AUG. 42 


40102 Lo-1, Taw RE 40A 138 
THERMOMETER ANGLE: 55° C 
NOMINAL; CALIBRATED 45° C TO 65° C; 
CALIBRATED EACH 1/2° C, -CALIBRATION 
STEM 1/4" DIA, X 4-5/8" LONG; BULB STEM 
1/4" DtAe X 5-°3/8" LONG. 


7/18/42 
AUG. 42 


40103 Cr) RE 40A 138 
THERMOMETER ANGLE: 55° C 

NOMINAL; CALIBRATED 45° TO 65° Cz CALI- 
BRATED, FACH 1/2°°C. ‘CALIBRATION STEN 
1/4" Ota. X 4-1/4" LONG; BULB STEM 1/4" 
DIA. X 4-3/4" LONG. 


7/18/42 
auc. 42 


40104 Go RE 40A 138 
THERMOMETER ANGLE: 55° C 

NOMINAL; CALIBRATED 45° TO 65° Cs CALI- 
BRATED FACH 1/2° C, CALIBRATION STEM 
1/4" DIA. X 9/16" LONG; BULB STEM 1/4" 
DIA. X 6-5/8" LONG. 


7/18/42 
AUG. 42 


40105 TBA-HA RE 40A 138 
THERMOMETER ANGLE: 60° C 

NOMINAL; CALIBRATED 50° TO 70° Cs CALI- 
BRATED FACH 1/2° C, CALIBRATION STEN 
1/4" DIA. X 4-5/8" LONG; BULB STEM 1/4" 
DIA. X 4-1/2" LONG. : 


7/18/42 
AUG. 42 


40106 Le RE 400 139 
"THERMOSTAT STRAIGHT: . 
40° c. STEM HAS 1/4" OLA. & 3-1/2" 


LENGTH COVERALL), 


7/20/42 
AUG. 42 


40107 TAR-2, TAZ RE 40A 139 
THERMOSTAT STRAIGHT: 50°C 
CONTACT STEM HAS 3/16" DIA, X 4" LENGTH. 
BULB STEM HAS 1/4" OIA, X 3-1/2" LENGTH, 


7/20/42 
AUG. 42 


40108 Lo RE 40A 139 
THERMOSTAT STRAIGHT: 50°C 
STEM HAS 1/4" DTA. X 3-t/2" LENGTH 


COVERALL). 


7/20/42 \ 


“AUG. 42 


40109 GENERAL USE RE 40A 139 
THERMOSTAI STRAIGHT: 50°C 
CONTACT STEM HAS 7/32" DIA, X 3-13/16" 
LENGTH, BULB STEN HAS 1/4" DIA. x 
2-5/16" LENGTH. * 


7/20/42 
AUG. 42 


40110 * SEE BELOW RE 40A 139 
THERMOSTAT STRAIGHT: 50°C 
STEM HAS 1/4" DIA, X 4" LENGTH COVER- 
ALL). 


*® TAT-1, TAU, TAZ 
7/20/42 
AUG. 42 ° 


40111 GENERAL USE RE 40A 139 
THERMOSTAT STRAIGHT: 50°C 
CONTACT STEM HAS 3/16" DIA. X 2-3/4" 
LENGTH. 8ULB STEM HAS 1/4" DIA. x 
3-4/4" LENGTH. 


7/20/42 
AUG. 42 


40112 Lo-t 
THERMOSTAT ANGLE: 50° C 
CONTACT STEM; 1/4" D4A, X 2-1/2" LONG. 
BULB STEM 1/4" DIA, X 3-4/2" LONG CovER- 
ALL), WHICH INCLUDES A BULB OF 1/4" DIA, 
X 1-1/2" Lonc. 


RE 40A 440 


FI2044S 
AUS. 42 


40113 TAP~-1,TAJ*2 RE 40a 140 
THERMOSTAT ANGLE: 50°C 
CONTACT STEM; 1/4" DIA. X 1-3/4" LONG 
BULB STEM, 1/4" DIA, X 3-1/2" LONG 
(OVERALL) WHICH INCLUDES A 8ULG OF 9/32" 
OLA. 


7/20/42 
auc. 42 


40114 TBA-5A 
THERMOSTAT ANGLES 60°C 
CONTACT STEM, 174" DiAw X 2-1/2" LONG. 
BYLB STEM, 1/4" DiA. X 3-1/2" LONG 
COVERALL) MHICH UNCLUDES A BULB OF 1/4" 
BIA. X 1-5/8" LONG. 


RE 400 140 


7/20/42 
AUG. 42 


Class 40—Piezo-electric Gyték and Holders—Thermometers—Thermostats 
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40115 TAU-I RE 4O0A 141 
THERMOSTAT ANGLE? 
40° TO 60° C. CONTACT STEM, 1/4" DIA. X 
4" LONG. BULB STEM 1/4" DIA. X 4-3/8" 
LONG (OVERALL) WHICH INCLUDES A BULB OF 
13/32" DIA. X 3-3/4" LONG. 


7/20/42 
AUG. 42 


40116 9-1 RE 404 141 
THERMOSTAT ANGLE? 45° C 

CONTACT STEM; 1/4" OIA. X 2-1/2" LONG. 
BULB STEM 1/4" DIA. X 3-1/2" LONG COVER- 
ALL) WHICH INCLUDES A BULB OF 1/4" DIA. 
x 3" LONG. ; 


7/20/42 
AUG. 42 


40117 Tas-3 RE 40A 141 


THERMOSTAT ANGLE: 50°C 

CONTACT STEM, 1/4" DIA. X 2-13/16" LONG. 
BULB STEM, 1/4" OA, X 3-3/8" LONG 
COVERALL) WHICH INCLUDES A BULB OF 3/8” 
OIA. 


7/20/42 
AUG. 42 


40118 GENERAL USE RE 40A 141 
THERMOSTAT ANGLE: 50° C 
CONTACT STEM, 3/16" DIA, X 2-1/2" LONG, 
BULG STEM, 3/16".01A, X 4" LONC COVER- 
ALL), WHICH INCLUDES A BULB OF 1/4" DIA, 
X 3-1/4" LONG. 


7/20/42 
AUG. 42 


40119 GENERAL USE RE 40A 141 
THERMOSTAT ANGLE: 50° C 
CONTACT STEM, 1/4" DIA. X 4-1/4" LONG. 
BULB STEM, 1/4" OLA. X 1-3/8" LONG 
COVERALL) WHICH INCLUOES A BULB OF 1/4" 
Ota. X 11/16" LONG. 


7/20/42 
AUG. 42 


7840120 ud SOUND 
BATHYTRERMOGRAPUS (SHALLOW) 

RANGe 30 TO 90% F. DEPTH O TO 180 FEET. 
SAHE AS TYPE CTB-40080 EXCEPT FOR DEPTH 
RANGE. WATER TEMP - DEPTH GRADJENT 
RECORDING DEVICE. 


8418742 
Oct. 42 


c™840120-A Us. We. SOUND 
BATHYTHERMOGRAPH (SHALLOW) 

RANGE: 30 TO 90°F. DEPTH: 0 TO 180 FEET, 
SAME AS NAVY TYPE -40120 EXCEPT PRESSURE 
MEASURING SYSTEM {SOLATED FROM HEAVY 
NOSE PiECE. SAME AS -40080-A EXCEPT FOR 
DEPTH RANGE. 


372744 
MAR. 44 


40121 GENERAL USE <RW 40A 1180 
CRYSTAL HOLOER: 
5 PRONG, WIOTH 1-1/2" THICKNESS 1-1/8", 
1 7/16" HEIGHT EXCLUSIVE OF PINS. FREQ. 
RANGE 1500 TO S000 KC AIRGAP, NON-HEATER 


8/24/42 cotzic 
HOV... 432 


COLsx-1755 
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40122 GENERAL USE RW 40A 119A 
CRYSTAL HOLDER: 3 PRONG 
WIDTH F-1/2%, THICKNESS 1-1/8", HEIGHT 
127/96" FREQ RANGE 1800 TO 5000 KC 
ALKGAP NON-HEATER, 


8/24/42 CoLstD 
NOY. 43 


COLSX-1756 


40123 GENERAL. USE RW 40A 1204 
CRYSTAL HOLDERS 5 PRONG 
WEOTH 1-1/2, THICKWESS 1-1/8", HEIGHT 
1-7/16" FREQ RANGE 1500 TO $000 KC. 
AURGAP 2 CRYSTAL NON-HEATER. DUAL 
HOLDER. 


8/24/42 COL3IE COLSX-1 829 


NOV. 43 


cee 40124 SE 

BIMETALLIC THERMOSTAT? 

NORMALLY CLOSED, OPENS AT 163°C #5°C 
WITH DIFFERENTIAL OF 15°C. FOR OPERA- 
TION ON 32 VOLT AC/OC, 55 WATT, NON- 
HRDUCTSVE LOAD. CONTACTS RATED AT 1-72 
AMPS, 

OCwrESL-684487 ISSUE 5. 

9/44/42 109282 


RAR, 43° CwsKS-10145 @SEE ABOVE 


40125 * SEE PLATE 2 
CRYSTAL HOLDER: FOR .6X.5" 
CRYSTAL. OVERALL DIMENSIONS? BODY 13/16" 
WIDE, B-1/8" HIGH, 7/16" THICK. WAS 2 
PRONGS ©0957 DEAM, 13/52" £1732" LONG 
ANO .4867 4.003" APART. OVERALL WEIGHT 
1-19/32" MAX. BAKELITE CASE. THIS NAVY 
TYPE NUMBER 1S ALSO APPLICABLE TO THE 
9715/42 GSEE PLATE 2 @SEE PLATE 2 
MAR. 43 


40125 
BLILEY ELECTRIC CO CRYSTAL HOLDER USED 
FOR FREQUENCIES BELOW 3000 KC. (CQB,CiaiF) 


# HULMV,MW MX, LSod 

@ SIGNAL CORPS FT+243 STANDARO; CQB:4C-+9 
mC-91 

ECHL519938,19939, 19940; CQB:8007B 
CQ623031 


40125-A GENERAL USE 
CRYSTAL: HOLDERS 
FOR 0055"X0.45" CRYSTAL. OVERALL DIMEN- 
SIONS: BOOY 65716" WIDE, 1-178" HIGH, 
7/16" THICK, HAS 2 PRONGS 0.093" DSAM. 
3373241732" LONG AND 0.486740.003" APART, 
OVERALL HEIGHT 1-19732" HAX, BAKELITE 
CASE. SAME OVERALL AND POUNTING DINEN- 
12429742 SIGNAL CORPS CNL319938,39,40 
MAY 43 -FT*243S. 


40125-a 


SIONS AS BASIC NUMBER BUT CRYSTAL CAVITY 
1S SMALLER. E 


40125-8 GENERAL “USE 
CRYSTAL HOLDER: 
FOR 7/16"X7/16" CRYSTAL. OVERALL DIMEH- 
SIONS: BODY 13/16" WIDE, 1-178" HIGH, 
7716" THICK. HAS 2 PRONGS 0.095% DIAM. 
13/32"41/52" LONG ANO 0,48640,003 APART. 
OVERALL HEIGHT 1-19/32" MAX, BAKELITE 
CASE.’ SAME OVERALL DIHENSIONS AS BASIC 
12729742 SIGNAL CORPS CML 319938,39,40 
MAY 463° FT-245T. 


665197 O - 45 - 39 


40125 -8 


NUMBER BUT CRYSTAL CAVITY IS SMALLER. 


40125-c RcK - 
CRYSTAL HOLDER 
FOR 0.6" X 0.5" CRYSTAL. OVERALL DIHEN- 
SIONS: BOOY 13/16" WIDE, 1 1/8" HIGH, 
7/46" THICK. HAS 2 PRONGS 0.093" DJA, 
13/32" 41/32" LONG AND. 0.486 +0.003" 
APART. OVERALL HEIGHT 1 19/32" MAX, 
BAKELITE CASE. SAME AS -40125 EXCEPT HAS 
9/2/43. SIGNAL coaPs 
NOV. 43 FT-243 


40125-c 
PLATED ELECTRODES INSTEAD OF METAL 
ELECTRODES. RCA TYPE VC-2-E. 


cee 40126 SE 

BIMETALLIC THERMOSTAT: 

NORMALLY CLOSED, OPENS AT 163°C $5°C 
WITH DIFFERENTIAL OF 125°C, FOR OPERA- 
TION ON 115 VOLTS AC/OC, 55 WATTS, NON- 
INDUCTIVE LOAD. CONTACTS RATED AT ,5 
AMPS. 


9/18/42 33183 CWSESL-684487, 
WAR. 43° CwsKS-10827 ISSUE 5 


40127 ATC 
CRYSTAL im HOLDER 
OCTAL BASE. HERMETICALLY SEALED. FREQ. 
RANSE §S 200 KC ONLY. SIZE CRYSTAL {8 
660 X .750 X .050 GT CUT. 


10/3/42 COL:IH-3 CoLs2984A-1 
DEC. 44 4/24/43 


40127-a ato. 
CRYSTAL-IN-HOLDER 
OCTAL BASE, HERHETICALLY SEALED. SAME AS 
740127 EXCEPT. CRYSTAL MOUNTED UN TUBE 
SHELL IS MADE BY WESTERN ELECTRIC. THIS 
UNIT HAS BEEN HARKED Cw348127 


12/8743 
NOV. 43 


co: 40128 “TeK=1-2,TC- 
CRYSTAL IN HOLDER: -% e030 S 
200 KC+O.005% AT 25°C, TEMPERATURE 


COEFFICIENT 1S 0.0001% PER DEGREE C FROM 
O°C 10#50°C. "GT" TYPE CUT. CRYSTAL HOLDES 


CONSISTS OF A G44 HERMETICALLY SEALED 
UNIT. EIGHT PRONG WITH CRYSTAL CONTACTS 
BROUGHT OUT ON PIN3 ANDO #7. SHELL 
12/28/42 CG3x7889597Pi CG2K 7889521 
Hay 43 REV O 


; cos40128 
CONNECTION TO PINJS. 


CONFIDENTIAL 


40129 1 
CRYSTAL HOLDER: 
PRESSURE AIR GAP 3 PIN TYPES WITH FLEC- 
TRODES FOR 3/4" CRYSTALS. 


10/14/42 CHF:5H CHF3SH-10 


HAY 43 2/6/42 
40130 on CHE:5H-10 
CRYSTAL HOLDER: ; 7/6/42 


PRESSURE AIR GAP 3 PIN TYPE; WITH ELEC- 
TROOES FOR 1" CRYSTALS. HAS 2 CAVITIES 
ONLY $ USED. 


(COAST GUARD TYPE T-2) 

SC4HES5H-10 7/6/42 , 

10/14/42 CHS5H CHZEKA-1CES REY O 
MAR, 44 CG24-74628, REV t* 


40130-A<:TcS SERIES XA88770 
CRYSTAL HOLDER ee XA8848E 
PLATED CRYSTAL, 3 PIN TYPE. SANE AS 
-40130 EXCEPT HAS PLATED CRYSTAL. 


12/22/43 CGrM-626646-42-1 
MAR, 44 REV O 

cop 40130-8 tes’: ¥A88770 
CRYSTAL HOLOER. XA8848E 


PRESSURE ALR GAP 3 PIN TYPES WITH ELEC- 
TRODES FOR 5" CRYSTALS. SAME AS -40130 
EXCEPT HAS SINGLE CAVITY. 


12/30/43 SP-3A coP:2030 
HAR. 44 REV O 


crv40130-c = ERLES ©=XA-8877D 
CRYSTAL HOLDER) XA 8848E 

SAME AS -40150-A EXCEPT CRYSTAL PLATE 6S 
SMALLER 


373/44 VC-S-L CRVSK-891694 
AUG. 44 sus Oo 


cts 40131 GENERAL UWS. 

BATHY THERMOGRAPH 

(SUBMARINE TYPE): TEMPERATURE RAHGES 

30° 10 90° FAHRENHEIT. O€PTH RANGE: O TO 
450: WILL WITHSTAND PRESSURES UP TO 600 
FEET OF WATER, 


1/30/43 
MAY 43 


co: 40132 MARK V1 
CRYSTAL IN HOLDER : 
(463.954018 KC)? TEMPERATURE COEFFICIENT 
WOT TO EXCEED 0.0005% PER °C FROM O°C TO 
+#60°C. TWISTED "X" CUT. CRYSTAL HOLOER 
CONSISTS OF A G3BA HERMETICALLY SEALED 
UNIT. ElGnT PRONG WITH CRYSTAL CONTACTS 
BROUGHT OUT ON PIN #3 AND #7, SHELL 
2/2/43 CGEm-746647262 CGr4-7466472 
MAY 43 Rev § 


co: 40132 
CONNECTION TO PIN #1. SAME AS TYPE-40063 
EXCEPT FREQUENCY. 


aS. 


NAVSHIPS 900,109 


T 
[SRARLIRGE, [rest assiowen rox | HALARAUGN 


CEE 40133 SE 

BIMETALLIC THERMOSTATS 

OPERATING TEMPERATURE 1S 40°Ct2°C WITH 
CONTACTS OPENING ON RISING TEMPERATURE. 
RATED 32 VOC, 530 WATSS. CONTACT CURRENT 
RATING 1S 16.5 AMP, 


CW23A-10030 


2/21/43 CEESNS-D10-1A 
: ISSUE TL 


MAY 43 


cEE 4S i134 HXS 

THERMOSTAT? 

OPERATZS ON 115 V AC OR DC, 55 WATTS, 
AND OPENS AT APPROXIMATELY 340°F +6°F ON 
RISING TEMPERATURE. CONTACTS ARE SINGLE 
POLE, NORMALLY CLOSED AND RATED 0.5 AMPS 
115 ¥ AC OR DC. 


CwseL-14781 
ISSUE 3 


4/30/43 CEESIG5O26 
SEPT 43 CHzKS-10183 


csa49135 YL 

THERMO*SHITCH? 

SPST ONE CONTACT, THERHOSTATICALLY CON- 
TROLLED. TENPERATURE DIFFERENTIAL US 
VO°F ON OPENING AND CLOSING TEMPERATURE. 
TEMPERATURE SETTING OPEN AT 110°F + 3°F, 
CLOSE 1CO°F + 3°F. NON ADJUSTABLE TENP- 
ERATURE SETTING. FLANGED RECTANGULAR 
6/25f43 CSysC-4551-17 cSQsPR*81 

SEPT 43 


csa40135 
HOUNTING. 


crv40136. Das 
CRYSTAL HOLDER 


CANCELLED 


7/14/43 
NOV, 43 


40137 XA 8877D 


CRYSTAL HOLDER. 


CG:%-62664-42-1 
REV O° 


T2/20/43 
MAR. 44 


CANC- 40139 MN SERIES  RES4I98 
CRYSTAL HOLDER? 
2 PRONG, PHENOLIC CASE. BANANA TYPE TER- 


MINALS. 


4/7444. GC-30° (CFLI1620-5 
JULY 44 : » REV A 
cHF- 40139 cE REQ485A 


CRYSTAL HOLDER: 
2 PROND, PHENOLIC CASE, FOR ONE INCH 
CRYSTAL 0.685 GETKEEN BANANA TYPE TER~ 
NUNALS. 


5/18/64 HN-10 CHE S4N-10-Ad 
AUS. 44 : REV B 


ASSIGNED 


IssuED 


RP ERRERER 
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cw- 40149 
CRYSTAL HOLDER ASSEMBLY? 

DESIGNED TO HOLD ONE IN23 TYPE CRYSTAL. 
OVERALL DIMENSIONS ARE 374" DIAM. AND 
13/32" THICK, CRYSTAL HELD JIN ASSEMBLY 
BY A WIRE SPRING & §S SECURED AGAINST 
ROTATION WHEN PRESSURE JS EXERTED ON THE 
6 PRONGS OF THE CHUCK, 

7/82/44 80°17469-1 Cw3B0-17469 ISS 4 
AUG. 44 BL-18144 Iss 1 


cG-40141 —Lu-s 
CRYSTAL §N HOLDER? 
HERMETICALLY SEALED. FREQUENCY 4700 KCI 
KC UN AMBSLERT OF MINUS 15°C TO 60°C AIR 
PRESSURE GAP TYPE. 


CRB:CY-101) 
ISSUE O 


TINV4I44 = K-2708t 
AUG. 44. G-I9 


cG- 49142 MK 33 

THERMOSTAT? 

AUTOMATIC SP HORMALLY CLOSED CONTACT. 
ADJUSTA3LE RANGE FROM 50°F, TO 120°F. 
OPERATION CONTROLLED BY A BELLOWS. CON- 
NECTED TO AN EXTERNAL BLUB, BY MEANS OF 
A GENDASLE CAPILLARY TUZE. AC RATING 25 
AMP, 145 OR 230 VOLTS. 60~ DC RATING 
7419/44 CG24980281590 CG3K-9031084 
AUG. 44 REV O 


cc-49142 
8/2.5 AMPS. NON-INDUCTIVE AT 115/230 
YOLTS RESPECTIVELLY. 


CAY- 40143 AN/ARQ-10 

THERMOSTAT, NON-ADJUSTABLE 

CLOSE AT 100°4S°F;3 OPEN AT 50°HS°F3 
50°F NOMINAL Dire RENTIAL: OOUBLE 
BREAK CONTACTS RATED 28.5V; 3A DC. 


@72744 STYLE t CCFTINCP-148-2C* 
NOV. 44 347,000 REV C 


cen- 40144 ve-t 

THERMOSWITCH 

2 SILVER CONTACTS. RATED 10 AMPS ©1120 
VOLTS, 5 AMPS - 220 VOLTS AC. PROVISIONS 
MADE FOR LOCKING SCREWDRIVER SLOTTED 
ADJUSTING SLEEVE, WHECH FOR ONE FULL 
TURN WELL ADJUST FOR 40°F. HAS MOUNTING 
FLANGE. TEMPERATURE RANGE IS -SOF AND 
8/16/44 S-1568 CCH) BA*59166 


NOV, 44 #SS. 3 

com 40144 
£40°F, 
cFT 40145 “UANERRO=100°: 


CRYSTAL AND HOLDER © 

2 PRONG HOLOER. PHENOLIC CASE HERMETI- 
CALLY SEALED. CONTACT TYPE. GRADE CFG 
PHENOLIC. FREQUENCY 465 KC. 


CFTERY-350-1A 


MONET S SARA 


[ oare | 


NAVSHIPS 900,109 © 


CaG- 49146 Loran c-1 RE4OA138 
THERMOMETER*ANGLE 60°C: 

60° NOMINAL: CALISRATED 57° TO 63°C, 
GRADUATED EACH I/10°C. CALIBRATION STEM 
1/4" DIAM. BY 1 3/4" LONG: BULB STEM 
1/4" DIAM. BY 4 3/4" LONG. 


9/5/44 139-509 CAEVi-14-A1756 
FEB, 46 COUL00-1874-A-1 
cet- 45147 Loran c-t RE40A120 
THERMOSTAT-60°C: STYLE 3 


STRALGAT; CONTACT AT 60°C + 0.10% 
4174" LONG BY 174" DLA. 


CAEV-14-A18S7 
COUSND-13993-A 


9/5144 
FEB. 45 


CAG3139-503 


REI3A989 


-40148 GENERAL 
CRYSTAL OVEN ~~ 
CONSISTS OF A MFE PHENOLIC BODY ENCLOS- 
15 MEANS FOR RECEIVING 10 REMOVEABLE 
CRYSTAL UNITS, THERMOSTATS AND HEATERS 
(BOOSTER TYPE HEATER) 12 VOLTS AC OR DC. 
FOR 70°C OPERATION. BODY HAS 24 PINS 


(PLUS IND. 
VO43/44 (CFTR Y 451-2 CCFTIRY-451-2c 


KOV. 44 iss. C 


cFT- 40149 “AN/ARQ-10~ 

CRYSTAL ANO HOLDER 

2 PRONG HOLOER. PHENOLIC CASE HERMETI- 
CALLY SEALEO. CONTACT TYPE GRADE CFG 
PHENOLIC. IS CLOSELY RELATED TO AND WILL 
PUYSICALLY MEET AgWeS. C75.41-1994 BUT 
DIFFERS IN FREQUENCY ACCURACY AnO SHUNT 
CAPACITANCE. FREQ. 3.0 MEGACYCLES. 
10/23/44 1118 CET ENL231G66-1 18S 3 
NOV. 44 CFTIY-183-1B 48S 3 


cay-40150 TBL-2 
THERMOSTAT BE METALLIC 

DISC TYPE OPENS 55°C TO 57°C = CLOSES 
40°C TO 45°C. SPST CONTACTS RATED 1,25 
AMPS AT 330¥ MAX OR 1 AMPS AT 220V NOR- 
MALLY. 60 CYCLES AC. POKER FACTOR OF 1 
MAY BE USED ON DC OR 6O~AC BUT WHEN USED 
ON DC SPARK SUPPRESSOR 0.5 MFD (N SERIES 
11/6/44 §S-1022784 CAYEM*+74062 82 
JAN 45 P4 REV 15 


cay- 40150 
WITH 1.0 OHM HUST BE ACROSS CONTACTS. 


caAy- 40151 TaLr-2 

THERMOSTAT, BIMETALLIC 

DISC TYPE, OPENS 25°C TO 30°C-C.OSES 

13°C TO 17°C SPST CONTACTS RATED 1,25 
AMPS AT 330¥ MAX OR 1 AMP AT 2204 NORMAL, 
60 CYCLES AC. POHER FACTOR ONE. MAY BE 
USED ON DC OR 6O~ AC BUT WHEN USED ON 0C 
SPARK SUPPRESSOR 0.5 MFD 1N SERIES WITH 
11/4/44 $#S-1022786 CATS4-7406282 

Jan. 45 PIO REV 15 


cay- 40151 
1.0Q MUST BE ACROSS CONTACTS. 


| MRAETH ARES BERRA 
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csa- 40152 AW/TPS-1B 

THERMOSTAT 

CONSISTS OF FORMED BIMETALLIC DISC, NOR- 
HALLY OPEN SPST SWITCH IN BAKELITE CUP, 
SCREW TYPE TERMINALS CLOSES 120°F ON RI- 
SENG TEMPERATURE AND OPENS AT tO00°F ON 
FALLING TEMPERATURE. CONTACTS RATED AT t 
AsP AT 125V DO-C, Ge7 AMPS AT 125V, 25 
$2712/44 KLIXON CHSBA+10247-2 
YAN 45 €*2851-5 (ss 


csQ- 40152 
CPS. 8 AMPS AT 125¥,°40 CPS AND UP, 3.4 
AHPS AT 250V, 25 CPS, 4 AMP AT 250¥, 40 
CPS ANDO UP. 


CSQ- 40155 aANsTRS-18 

THERMOSTATS 

CONSISTS OF BEMETALLIC DISC NORMALLY 
OPEN SPST SHITCH. SCREW TYPE TERMINALS 
CLOSE AT 125°F ON RISING TEMPERATURE 
And OPENS AT 115°F ON FALLING TEMPERA- 
TURE. CONTACTS RATED AT 10 APS AT 30V 
OC O€ 110-220V AC. 

12712744 KLIXON CHSBA-10247-26 
JAN. 45 C-d351-57 (ss. 


SO-7H/7N 


CARTRIOGE TYPES OPERATING TEMPERATURES 

100° TO 400°F + .1°F. ADJUSTING SLEEVE 
SET TO OPERATE AT 73°F +1° AND LOCKED 
IN PLACE LOCKING DEVICE SEALED WITH 
GLYrFfOL. SPST, CONTACTS RATED 5 ANPS AT 
2350V 10 AMPS AT S15V. LEAD KIRES 5 172" 
12416744 4-732 RC “COUIDD-3256-A-1 
Fea. 45 


cet- 40454 
#18 TINNED-ASSESTOS COVERED. CONTACTS 
CLOSE ON TEMP. DECREASE. 


cuQ- 40155 Tey. 

CRYSTAL ON HOLDER? 

$000 KC + 0.02% AT 20°C. TEMP. COEF. NOT 
MORE THAN S PARTS PER MILLION PER DEGREE 
C- HOLDER HAS LOW-LOSS, MOLDED BAKELITE 
BOSY. VARt{ABLE PRESSURE MOUNTING. TUBE 
BASE PINS TO FIT S=PRONG TUBE SOCKET. 


12/20/44 HO-2 CJQ CATALOG 
JAN. 46 G-il, PAGE 9 


camu- 40156 SF. S$ 
CRYSTAL-UN-HOLOERS : 
BAK TYPE DESIGNED FOR 81.940 KC 40.030xc 
CALIBRATED AT 28°Ce 2 PRONGS. OPERATING 
TEMP. RANGE 0° TO 75°C. TEMPERATURE 
COEFFICIENT FRO 2 TO S CYCLES PER 
MEGACYCLE PER DEG. CEKTIGRADE. 


12/26/44 XLS CBM%sT-920-5 82 
Fee. 45 ALT 0 


CsQ- 40157 MK 20 Hop I 
THERMOSTAT, BIMETALLIC? 

CONSISTS OF BIMETALLIC DISC & SPST 
SHITCH, MOSMALLY CLOSED. SCRE TYPE TER- 
VINALS, OPENS AT 200°F ON RISING TEMP, 
AND CLOSES AT 1S5°F ON FALLING TENP. 
CONTACTS RATED 10 AMFS AT 115V AC OR 24V 
SCSQEKLEXON C-455b°17 CHSKS-15152-01 48S 
12/28/44 SSEE ASCVE CHsES-629201 
JAN. 45 (SS. 3 


pare | MAYHEASTHEER'S 


semeninaa [|e | 


3.40-9 ; 


csqg- 40157 
oc. 


cw- 406158 <s¥ 

CRYSTAL BLOCK ASSEMBLY: 

UNIT HAS AN IMPEDANCE OF 50 OHMS AND 
CONSISTS GF HOLOER WHICH HOUSES A 1M21B 
OR SIMILAR INTERNATIONAL CARTRIDGE CRY 
STAL. DESIGNED FOR 3 COAXtAL LEAD TER- 
MINATION, BUT USES ONLY 2 AND A TERMINA- 
TION ASSENGLY IS PROVIDED FOR THE THIRD. 
12/29/44 BL 435350 CW23L-435350 
JAN. 45 iss 3 


cw-40158 
USES PLYSTYRENE WASHERS FOR .10 MMF BY- 
PASS CAPACITY AT VIDEO CONKECTION OR CAN 
BR SUPPLIED WITH MICA WASHERS FOR 70 MMF 
BYPASS CAPACITY, 


caMa@- 40159 “cou-60073 

CRYSTAL IN HOLOER 

1990 KC. BT CUT CRYSTAL IN 2-PRONG PHE- 
NOLEC HOLDER. ZERO TEMP. COEFFICIENT 
TESTED AT +50°C AND ~20°C. 


12/30/44 HPB 
JAN. 45 


COUs30-310 


cANQ-49150 ¢(cdU-60073) 

CRYSTAL IN HOLDER 

1850 KC. BY CUT CRYSTAL tN 2-PRONG PHE- 
NOLIC CASE. ZERP TENP. COEF. TESTES AT 
+50°C AND =20°C. 


12/50/44 HPB 
FEB. 45 


COU230-427 


CFT- 40461 ©TOZz> > RE 16C 13 
CRYSTAL UNITS res 

CRYSTAL UNIT, QUARTZ, HERMETICALLY SEALED 
CORRELATED TO THE AN/TSM-1 TEST.SET FOR 
USE WITH MCDEL TOZ2. FREQUENCY TOLERANCE 
£.604% AT 75°C, +0.07% OVER TEMP. RANGE 
OF +50°C TO +30°C. TYPE NUMBER TO BE 
FOLLOWED BY A DASH AND SUFFIX SHOWING 
1/13/45 1298 


FEB. 48 

7 crt-40181 
THE CRYSTAL FREQUENCY. 
CFT- 40762 “Rd2". RE 16C 13 


CRYSTAL UNITS 
CRYSTAL UNIT, QUARTZ, HERMETICALLY SEALEC 
CORRELATED TO THE TS-220/TSN TEST SET 

FOR USE WITH MODEL RDZ. FREQUENCY TOL- 
ERANCE +.004% AT +75°C, +0.007% OVER 
TEMP. RANGE OF +50°C 70 490°C. TYPE NUM- 
BER TO GE FOLLOWED BY A DASH AND SUFFIX 
1/13/45 129A 
FE@. 45 


ASSIGNED 
SSSUED 


oA [runsr ASSIGNED FOR | JERR. | 


A cFT- 40162 
SHOWING THE CRYSTAL FREQUENCY, 


CFT- 40163 
CRYSTAL UNIT: 
CRYSTAL UNIT, 


ROR | RE 16C 13 


QUARTZ HERMETICALLY 


SEALED, CORRELATED TO (HE TS-110/TSM 


TEST SET FOR USE WITH MODELS MAR AND ROR 
FREQUENCY TOLERANCE 4.06 AT +75°C, 
£0.007% OVER TEMP, RANGE OF +50°C TO 
90°C. TYPE NUNZER TO GE FGLLOWED BY A 
1/13/45 829A 

Fee, 45 


: crr- 40163 
DASH AND SUFFIX SHOWING CRYSTAL FREQUENCY 


cua- 40164 

CRYSTAL HOLDER? 

PHENOLIC, FOR PERMANENT MOUNTING UN 
EQUIP TO HOLO A RESONATOR TYPE CRY- 


STAL 0.725" X 0.725" OF SMALLER. HOLDER 
OF SPECEAL DESIGN. 


1/15/45 Sse. . CNA?8-697 SUB I 
FEB. 45 —-908, SUB 0 


caAY- 40165 ve 

HEATER THERMOSTAT SNITCH: 

SPST RATED 110 VOLTS, 10 AMPS AC. LOAD 
FREQUENCY GO~. + LY @PEN., TO OPEN AT 
27°C TO 55°C AND CLOSE AT 1°C TO 90°C. 
BIMETALLIC THERNOSTAT TYPE. : 


1/19/45 @SH1214908 © CATsH-7405232/P17 
FES. 45 REV. 15 


com: 40766 .so-3 

THERMOSWITCH 

SPST CARTRIDGE TYPE. CONTACTS RATED 10 
AMPS AT 115% 5 ANPS AT 230V, TEHPERA- 
TURE RANGE 0° TO 400° +,1°F. CONTACTS 
NORMALLY CLOSED SET TO OPEN AT 99° + 1°C 
AT FACTORY, SEALED WITH GiYPTAL. CONTACT: 
CLOSE ON TEMPZRATUR SE. SAME AS 
t/19/45 4-752 ac 28-3106/P2 
FES. 45 ‘ 


3 ccm- 40156 
740184 EXCEPT LATTER BEING SET TO OPER~ 
ATE AT 73°F + 417% 


cH- 40167 
CRYSTAL HOLDERS 
DESIGNED TO HOLD A Jel N21 CRYSTAL, 
HOUSED IN A GARRE AND CONSISTS OF A 
50 OHM JACK AND A -491964-33 CAPACITOR 
CONNECTED IN SERIES TO CRYSTAL. 


1/24/45 GO-410163-1 BA-105040 
Feo. 45 (ss. i 


MRMETAE? | _ ARETE 


care | MBIWAGTIRRES | BANHRASTIRA 
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3.40-10 
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cQe- 40168 1 
CRYSTAL HOLDERS 
MOLDED PHENOLIC CASE. 2 BANANA TYPE PIUS 
SPRING AND PRESSURE ELECTRODES. ACCOMO- 
DATES CRYSTAL APPROXIMATELY 0.7" X 0.9". 


1/30/45 cRMsRI 8092 
FEB, 45 meee 


ccu- 40169 su,su-t 

THERMOSWITCHs 

CONTACTS CCM TYPE 4-732 RF RATED 10 ANPS 
115¥, AND 5 AMPS 230V AC. CONTACTS SET 
TO OPEN WITH RISING TEMPERATURE AT O°CL 
1%& FOR AC OR DC OPERATION OVER TEMP. 
RANGE OF -50°F TO +400°F. 

&CBH3746-466 ALT O 

2j//43 S-14u5 COM:S-1403-S 
Fee. 45 RSEE ABOVE 


cWQ- 40170 - RA 
CRYSTAL-IN-HOLDER 
455 KC + 0.5 KC AND FREE OF SPURIOUS 
RESPONSES FOR £10 KC. "X” CUT CRYSTAL 
IN 2 TERMINAL ~OLOEO BAKELITE HOLDER. 
IMPEDANCE Ur ASSE*3LY AT RESONANCE TO 
BE LESS THAN 2000 OHMS. SEALED IN BIWAX 
#9995. ; , 
2/15/45 302 : CWQ3 350A2 

MAR. 45 Iss. 0 


caor- 40171 080 

DRIFT COMPENSATOR? 

CONSISTS OF COPPER CORE IN ONE END OF 
WHICH IS IMSE00E0 AN FRON-CONSTANT AND 
THERMOCOUPLE. CORE 1S WOUND WITH ArrROK- 
(MATELY 90 TURNS OF 6.3 MIL DSC WIRE, 
125 OHMS DC RES. ENTIRE CORE ASSEMBLY IS 
IuSULATED IN GLASS TAPE AN® SEALED 1N 
2/20/45 CaOREHI153 

MAR, 45° C(ASSY) 


caor- 40171 


CAN. TERMINALS HAVE A FIVE PRONGED PLUG. 


CAMa-40172 <08N: 
CRYSTAL HOLDER; ~*~ 

MOLOED PHENOLIC CASE, 2 BANANA TYPE PINS 
2.03" OVERALL LENGTH X 1,375" WIDTH X 
0.5" OEPTH. ARMY TYPE OC-34-E, 


¥ 


2/21/45 coU:30~-S7D 
MAR, 45 . 
crv- 40173 —s: 


CRYSTAL IN HOLDER? 


V-CUT QUARTZ CRYSTAL CUT TO 81.964KCHO.! . 


% OVER TEMP. RANGE OF 0° TO 60°C. TEMP. 
COEF. 0.00022/0°C, CALIBRATION TEMP. 
30°C, 3-PIts PHENOLIC HOLDER. 
HCRVEM=429198-1- REY 2 M-429179-1 REV 3 
K-733527-4 REV 13. 
2/23/45 VC-SK MSEE ABOVE. 
WAR, 45 : : 


crv- 40174 “sa-2 
CRYSTAL IK HOLDERS 
SAME AS -40173 EXCEPT FOR MOUNTING D1- 
MEHSIONS. 


QCRVIN=422994-G501 REV 3 M-422995-C505 
REV 5 K-75527-6 REV 13 
2/23/45 VC~$K1 

MAR. 45 


RSEE ABOVE 


NAVSHIPS 900,109 
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c6- 40175 TS- 
CRYSTAL 4N HOLDE 
HERMETICALLY SEALED. OCTAL BASE. FRE- 
QUENCY AT 20°C 1S 5000 KC +0.005%. 


3/9/45 2 CBKISK-861 
MAR, 45, 


com- 40176 SO-7K,7N 

THERMOSWITCH: 

SPST CARTRIDGE TYPE. CONTACT RATINGS? 
60 CPS, 115V AC, 10 AMPS: 60 CPS, 220V 
AC 5 AMPS. NC. OPENS AT @S°C4I°C. TWO 
#8 AIRCRAFT WIRE LEADS, 5" LONG. 


aCCHSS-1351. CRPS28-5073 SUB 7 
272/42 a-7000° e@SEE ABOVE 
MAR, 45 


crv- 40177 “HAR: 
CRYSTAL #N HOLDER: 

HERMETICALLY SEALED. CRYSTAL HOLDER WITH 
THIRD HARHONIC CRYSTAL FOR 10066.7 KC, 
TOTAL MAX, OEVIATION OF ,012% FOR TEMP. 
RANGE 0°-85°C. 1 7/8" LONG xX I 5/32" 
WIDE X 7/16" DEEP, 


2/28/45 RC-ICCHOLOER)? K-888544 
MAR. 45 . suet 


cc- 40178 
CRYSTAL IN HOLDERS” 

STANDARD OCTAL TUBE BASE HERMETICALY 
SEALED 81.950 KCtO.01% FOR CRYSTAL OS 
CILLATOR. PIN CONNECTIONS TO HOLDER: 

°41 TO SHELL, 43 TO CRYSTAL HIGH POT 
TERMINAL, 47, TO CRYSTAL LOW POT TERMINAL, 
ALL OTHER PINS UNCONNECTED. TEMP. COEF, 


3/5/45  32C401G45 CG2K=56-s455 
MAR, 45 REV § 
cc- 40178 


OF FREQ. NOT OVER 0.0005%/DEGREE C OVER 
40°C TO #60°C. 


CEE- 40179 QcB 

THERMOSTATS 

NORMALLY CLOSED CONTACTS. OPERATING 
TEMPERATURE. 30°C+3°. CIRCUIT TO BE 
MADE WITH DECREASE Ur TEMPERATURE AND 
BROKEN WITH ENCREASE OF TEMPERATURE. 
RATED 660 WATTS AT #15 VOLTS. MAX. AMP 
78 AMPS, MAX WATTAGE -1000; MAX VOLTAGE 
3/10/45 CEES%d-08-23 CRV24-303084P173 
MAR. 45 CRVIK319333-4 REV 9 


, cee- 40179 
-240 AC OR DC; MAX TEMP 600°F, 


CTB- 40180 GEN. SONAR USE REISA759A 
BATHYTHERMOSRAPH. (SURFACED 

DEPT RANGE: O TO 900 FI, TEMPERATURE 
RANGE: 30° TC 90°F. 


Cuxsr-91967) 
3724745 : 
APR. 45 


CONFIDENTIAL 


eT a TG A RAHAT TUR 
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cep- 40181 SA-3 

THERMOSTAT 

SPST NOR“ALLY CLOSED. TEMPERATURE RANGE 
-50° TO 600°F. ADJUSTABLE FOR RANGE OF 
APPROX. 278°F TO 325°F., TEMP. ADJUSTMENT 
APPROX. 7O°F PER FULL TURN OF ADJUSTING 
SCREWe CONTACTS RATED: 40 AMPS AT 1INSV 
AC, & AMPS AT 250V AC. WILL OPERATE UP 


5/77/45 CCM26-752 RH CCM:A7102 
APR. 45 CPDrS4G-121 76 
ceo- 40181 


TO 410°F (CIRCUIT APPLICATION). 


_cem- 40182 Tez 


THERMOSHITCH 

CARTRIDGE TYPE. CONTACT RATINGS 1D AMPS. 
AT 115V 5 AMPS AT 230V. TEMP. RANGE 
0-400°F. ADJUSTMENT 30°F PER TURN. CON- 


~TACTS OPEN ON AN INCREASE IN TEMPERA- 


TURE. 10" LEADS. 


3426/45 731 RC A-9000 COL:292 2400 00 
APR. 45 REV 09387 


cw- 40183 ANTPS.«. 
CRYSTAL BLOCK AND JACK 
ASSE*3LY: CONSISTS OF A BRASS, SILVER- 
PLATED, CRYSTAL BLOCK ASSEMBLY WITH A 
VN213 CRYSTAL, TO WHICH ARE CONNECTED 2 
COAKIAL CABLE ASSEMBLIES? ONE RG-217U 
CABLE WITH FERRULE AT EACH END, & ONE 
RG-=5/U CABLE WITH FERRULE AT ONE ENO AND 


3429/45 BL-460097 Ba-106771 
APR. 45 “ iss. 2 
cw-40183 


A UG-+tI/U COAXIAL JACK, WITH PLATE AND 
MOUNTING RING ADDED, AJ OTHER END. 


CawNs 40184 TEB 

THERMOSTAT 

t STATIONARY AND t MOVABLE CONTACT; CON- 
TACTS RATED 330 WATT MAX, 220¥ AC. OPE- 
RATING TEMP. -45° TO 260°C. 


472745 #99005C 99005-15x 
APR. 45 REV O 
com- 40185 HK-3 MOD 2 


THERMOSWITCH 

SPST CONTACTS RATED 10 AMPS. 115 VOLTS, 
5 AMPS, 2350 VOLTS. TEMPERATUSE RANGE 
-100° TO 400°F, SENSITHVITY 40.0°F. CON- 
TACTS CLOSE ON TEMPERATURE DECREASE, 


474445 7310 SKETCH 
APR. 45 


CaoR- 40186 Ts-2687U ” 
CRYSTAL RECTIFIER HOLDER 
FOR 1N21 AND tN23 CRYSTAL RECTIFIERS. 
BOO.FON MOLDING CO. TYPE 120 MODIFIED BY 
CAR. MADE OF CFG MOLDED PHENOLIC MA- 
TERIAL. OVERALL DIMENSIONS APPROX. 1” x 
9/16" xX FI7T6". 


479745 CAOR:H-1195 
CAPR. 45 : CHANGE 0 
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Class 40—Piezo-electric Crystals and Holders—Thermometers—Thermostats ; | 3.40-11 


[stn —_[rwsr aon ron | Sr aTON | 


csa- 40187 = sc-4 

THERMOSTAT 

MOTOR DYNAMO AMPLEFIER OVERLOAD RESET, 
NON-TRIP FREE TYPE. RATEO (N AMPS 25 
AMPS. OPEN CIRCUIT BY CURRENT OVERLOAD. 
VOLTAGE RATING NOT APPLICABLE EN THAT UT 
(S CURRENT OPERATEO, 


4/N7/45  0-6751-2-25 CGsK-7101489 
MAY 45 Pl6, REV I 


cc- 40188 sc-4 

THERMOSTAT 

SPST. NORZALLY CLOSED. THERMOSTATICALLY 
CONTROLLED BY L1QUID IN BELLOWS ASSEMBLY. 
CONTACTS RATED O45 AMPS. F15V¥ DC 0.2 
AMPS. 230V DC. TEMPERATURE RANGE 70° TO 
170°F. MAX. RATING 220 VOLTS, 25 AMPS AC. 
#0G2K-7196983 j 

4017/45 TYPE CR-2992-P1 CCsh-7472539 
MAT 45 CAT. ¢4980281 G92 REV U * 


cs 40188 
APPROX. WT. 1 $42 LBS. USED ON TRANS- 
MISSION LINE. 


cc- 40189 sc-4 

THERMOSTAT 

SPST. NORMALLY CLOSED, THERMOSTATICALLY 
CONTROLLED BY L#QUID !N BELLOWS ASSEMBLY. 
CONTACTS RATED 0.5 AMPS. TI15V DC.. O42 
AMPS. 230V DC. TEMP. RANGE ~40° TO 158°F 
MAK. RATING 220 VOLTS, 25 AMP. ACe 

PREY 0. CFOR DIN.) CEIK-7106989 

4017/45 TYPE CR-2992-23 CGrM-7472550 
MAY 45 CAT #4980285 G4 *SEE ABOVE 


cc-40189 
APPROX. WT. 1 1/2 LBS. USED ON TRANS- 
MISSION, SIMILAR TO -40188. 


ccu#- 40190 VF 

THERMOSWITCH 

CARTRIDGE TYPE -BRASS. SILVER CONTACTS 
RATED 10 AMPS. AT IIS VOLTS, S AMPS, AT 
230 VOLTS. TEMPERATURE RANGE 0° TO 400°F 
+O0.1°F NORMALLY CLOSED BELOW 75°C. 


4/2045 732RC CRP:28-5154 
MAY 45 


cch- 40191 VF 

THER MOSWITCH 

SPST CONTACTS RATED 10 AMPS 115 VOLTS, 5 
AMPS. 230 VOLTS. ADJUSTED TO CLOSE AT 
70°C, NORMALLY OPEN BELOW 67°. TWO LOCK 
& GLYPTAL GREEN STANDARD LEADS 5" LONG. 


4/21/85 4-732 1C CRPSL28-5147 
HAY 45 sus 1 


cee- 40192 TOQ. 

THERMOSTAT 

SPST NOR4ALLY CLOSED. CONTACTS TO OPEN 
ON RISENG TEMPERATURE. RATED 110 VOLTS, 
30 KATTS, 60 CYCLES. OPERATING 
TEMPERATURE ADJUSTMENT 70°C. 


4/24/45 Sted CRVEK-8847735 P4 
MAY 45 REV 2 


pate | “SYNASTHRIS | GUANHEATTAREE, | Lave | MARISTA 


ATTA —_ [rinse assioneo von | HAST SAMI 


Aaa a [ruse ASSIGNED FOR [ oa | 


CEE- 40193 roa 

THERMOSTAT 

SPST, NORMALLY CLOSED. CONTACTS TO CPEN 
ON RISING TEMPERATURE. RATED 110 VOLTS, 
30 waTTS. 60 CYCLES. OPERATING 
TEMPERATURE ADJUSTMENT 80°C. 


4/24/45 Stet CRVIK+884773 P3 
MAY 45 REV 2 


cComM- 40194 “AN/cPN-6 

THERMOSWITCH: 

SPST, NORMALLY OPEN. CAPACITY -ItSV, 10 
AMP, 230¥ & AMP AC, OPERATING TEMPERA- 
TURE -100° (+1°-0°)C. THO TINNED COPPER 
WERE LEADS 8.500" LG. 


*CGG #40K103158 
5/9/45 $-1564 CGG- 403103156 
JUN, 45 REV. B® 


ComM- 40195 aNn/cPN-6 

THERMOSWITCHS 

SPST, NOR“ALLY CLOSED. CAPACITY -115V 
10 AMPS, 230V 5 AMP AC, OPERATING TEMP~ 
ERATURE -97° (40°-1°)C. TWO TINNED 
COPPER WIRE LEADS 8.500" LG. 


*CGG #40K103157 
$/9/45 $-1565 CGG-403103156 
YUN, 45 REV. B * 


ccm- 40196 AN/CPN-6 

THERMOSWITCH: 

SPST, NORMALLY OPEN, CAPACITY -115V, 10 
AMP, 230V, ‘S AMP AC, OPERATING TEMPERA- 
TURE. -50°F2°C, TWO TINNED COPPER WIRE 

LEADS 8.500" LG. j 


*C5S 7403103156 
5/9/45 $-1562 CGG 403103156 
JUN. 45 REV. B * 


comM- 40197 FSA 

THER MOSHITCH: 

SPST, CONTACTS RATED 10 AMPS, FISV; 5 
AMPS, 230¥ AC. EXPASOING SHELL TYPE, 
OPENS WITH IHCREASING TEMPERATURE RANGE 
-50°F SET AT 62°C (144°F). ENCLOSED IN 
ELECTRO-TINNED SEAMLESS BRASS SHELL WITH 
HS-2125-S 4/25/45 


5/10/45 S-2123-S S$-1568-S 
JUN, 45 6/7/44 * 
cv-40197 


FLANGE WITH FOUR HOLES FOR MOUNTING. 


cv- 40198 FSA 

TEMPERATURE GAUGE: 

ANGLE TYPE, GRADUATED O TO 100°C ON A 
300° SCALE ARC, 100 SCALE DIVISIONS. 
BLACK DIAL AND BEZEL, WHITE POINTER AND 
CHARACTERS, EMPLOYS G@I-METAL MULTIPLE 
HELIX TO ACTUATE POENTER. 1/2" STANDARD 
PIPE THREAD FOR MOUNTING, 

$/10/45 MODEL 221-0 C.0.9$410 

YUN. 45 SPECIAL 


CEE- 40199 MARK 8 

THERMOSTAT? 

GLASS ENCLOSED THERMOSTAT FOR USE IN 
METAL CASING. CONTACTS TO CARRY 0.3 
AMPS, 110V AC, 60 CYCLES, 35 WATIS. 
NON-NOUCTIVE LOAD. NOR*ALLY CLOSED. 
OPENS ON RISE AT 140°FtiS, 


5/24/45 SI-1a CwWwrES-682051-3 
JUN. 45 iss. 4 


SALAPTAAIEA, 
CONFIDENTIAL 


cw- 40200 
CRYSTAL UNI . 
QUARTZ CRYSTAL, GLASS ENCLOSED, VACUUM 
SEALED WITH OCTAL BASE. DESIGNED FOR 
USE ON -1817.44 CYCLES tO.3 CYCLES AT . 
75°F, HAS SILVER PLATED ELECTROOES, RES 
AT 75°F 1S 30,000 O4¥S FAX, MAX CURRENT 
THROUGH CRYSTALS 1S 0.030 MILLIAMPERES, 
5/24/45 0-170130 . 

eu JUN. 45 


co- 40201 aca 

THERMOSTAT: 

SPST NORMALLY CLOSED. CONTACTS RATED 45 
AMPS. AT LISV AC, 20 AMPS AT 250¥ ac. 

2 AMPS AT L15V OC, MOTOR LOCKED ROTOR. 
TRIP TEMPERATURE 90%-100°C, RESET TEMP- 
ERATURE NOT BELOW 65°C. SAME AS 40202 
ExCePT FOR Havin A 2" TUZE LENGIN. 
5/24/45 H-9845495AE1 CGi%-58459495AE 
‘JUN, 45 GRI REV, 3 


cG- 40202 ace 

THERMOSTATS 

SPST NORNALLY CLOSED. CONTACTS RATED 45 
ASPS. AT S4SV AC. 20 AMPS AT 250V AC. 

2 AMPS AT 115¥ OC. MOTOR LOCKED ROTOR. 
TRIP TEMPERATURE 99° -100°C. RESET TEM- 
PERATURE NOT BELOW 65°C. SAME AS -40201 
*CeK-a7G1Olg : 

5/25/45 M-5446495AL1 CGEh-5845495AL 
YUN, 45 


co-40202 
EXCEPT FOR HAVING A.5/8" TUBE LENGTH. 


cyv- 40203 FsB 

THERMOSTAT? : 

I STATIONARY CONTACT, RATED 330 WATTS, 
220V AC. RANGE: -45°C TO 260°C. SAME aS 
CENTRAL SCIENTIFIC CO. TYPE 990052, 
EXCEPT HAS SHORTER SHAFT. 


5/25/45 PH27-1A CYV27-A-1 
SUN, 45 CAWMI52 “00. CAW499005 REY O 


CSQ- 40204 CAN-55181 

THERMOSTATS 

BIMETALLIC, DISK TYPE. OPERATING TEM= 
PERATURE: OPENS AT 57°F 43° AND CLOSES 
AT 37°F 44°, SPST, SILVER CONTACTS 
RATED 8 AMPS AT 30V UC OR 125¥ AC, 


$/29/45 #C-2851-11 CAN-800195 
JUN, 45 ALT. 2 


MATAETONS 
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